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Message Text 



UNCLASSIFIED 

PAGE 01 LA PAZ 07192 302021Z 
67 

ACTION MC-02 

INFO OCT-01 ARA-16 ISO-OO PM-07 TRSE-00 EB-11 COME-OO 

DODE-OO CIAE-00 INR-10 NSAE-00 RSC-01 DRC-01 /049 W 

128775 

R 301800Z NOV 73 
FM AMEMBASSY LA PAZ 
TO SECSTATE WASHDC 1622 

UNCLAS LA PAZ 7192 

E.O. 11652: N/A 
TAGS: MILL BL 

SUBJ: MUNITIONS CONTROL: MC CASES 67272 AND 67624 
REFS: (A) LA PAZ 4391 JULY 1973: (C) STATE 233343 

1. ARMANDO VELASQUEZ, PERMANENT SECRETARY, WAR MATERIAL DEPARTMENT, 
BOLIVIAN MINISTRY OF DEFENSE, THE OFFICE WHICH GRANTS OR DENIES 
AUTHORIZATION FOR ALL IMPORTATION OF MUNITIONS INTO BOLIVIA, TOLD 
EMBASSY THAT MINISTERIAL RESOLUTION 497/72 OF AUGUST 9, 1972 HAS 

BEEN REVALIDATED, AUTHORIZING AGENCIAS GENERALES, COCHABAMBA, TO 
IMPORT THE FOLLOWING ITEMS: 

A. 100 RIFLES CAL 22 

B. 62 SHOTGUNS CAL 16 

C. 5 SHOTGUNS CAL 20 

D. 5 SHOTGUNS CAL 10 

E. 3 SHOTGUNS CAL 12 

2. VELASQUEZ SAID NO RPT NO OTHER AUTHORIZATIONS ARE OUTSTANDING 
IN FAVOR OF AGENCIAS GENERALES. 

3. AGENCIAS GENERALES IS A WELL-ESTABLISHED FIRM (SEE WORLD TRADERS 
DATA REPORT (WTDR) OF NOVEMBER 1972), LONG DEALING IN SPORTING ARMS 
AND AMMUNITION. 

4. EMBASSY OFFERS NO OBJECTION TO ISSUANCE OF EXPORT LICENSE FOR 
ANY OR ALL OF ITEMS LISTED IN PARA ONE ABOVE. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 LA PAZ 07192 302021Z 

5. FYI. BY REF B, THE EMBASSY INFORMED THE DEPARTMENT THAT 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 




Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 

AGENCIAS GENERATES HAD NO THEN-CURRENTLY VALID AUTHORIZATION TO 
IMPORT MUNITIONS AND RECOMMENDED THAT ISSUANCE OF AN EXPORT LICENSE 
BE WITHHELD UNTIL THE LOCAL FIRM FULFILLED LOCAL REQUIREMENTS. WE 
NOTE THAT THE DEPARTMENT NOW HAS UNDER CONSIDERATION APPLICATIONS 
FOR EXPORT LICENSE FROM THE SAME U.S. FIRM FOR THE SAME BOLIVIAN 
IMPORTER FOR QUANTITIES GREATER THAN THOSE FOR WHICH LOCAL 
AUTHORIZATION HAS BEEN OBTAINED. WE RECOMMEND THAT THE DEPARTMENT 
ENCOURAGE SAVAGE ARMS TO ASSURE ITSELF THAT THE FOREIGN FIRMS TO 
WHICH IT WISHES TO EXPORT HAVE SATISFIED LOCAL REQUIREMENTS IN 
ANTICIPATION OF SUBMISSION OF APPLICATION FOR EXPORT LICENSE. 

STEDMAN 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: ARMS EXPORT LICENSES, ARMS IMPORT LICENSES, MUNITIONS CONTROLS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 30 NOV 1973 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973LAPAZ07192 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: LA PAZ 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19731 1 3/aaaaabrk.tel 

Line Count: 72 
Locator: TEXT ON-LINE 
Office: ACTION MC 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: (A) LA PAZ 4391 JULY 1973: (C) STATE 

Review Action: RELEASED, APPROVED 

Review Authority: boyleja 

Review Comment: n/a 

Review Content Flags: 

Review Date: 29 JAN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <29-Jan-2002 by chappeld>; APPROVED <20 FEB 2002 by boyleja> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MUNITIONS CONTROL: MC CASES 67272 AND 67624 
TAGS: M I LI , BL, US, EMHART CORPORATION. SAVAGE ARMS 
To: STATE 
Type: TE 
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